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On IDLENESS. 


WSS, aid Se * HE Hebrews hav 


‘2 ae 7 r re ‘ 
6 KH XO) ing among(t them, ‘* i hat 
- Bit ee mn OK § he who does not bri ing his 
<i T EXS Pa fon up to bulinefs makes 
Gree Bo 3 45, him a thief.”’—Idlenefs 
re oi OVE % they look upon as the 
2 6 PEP EY 2K pround of ali evil, whe- 
ther public er private, for the hind’ of a 
swath wil il be employed, and rather than do 
nothing, it will work m ifchief. 
‘The. Partheans were fuch enemies to idle. 
that they did not fuffer their children 
eat tuil they bad {weated at their exerci {es 
and Scipio, furnamed Nafica, fearing peace 
Mould introduce this bane into the common- 
faid, that he looked 


ea fay- 


NEiS, 
1k 


wealth of Ronie, Upon 
the Re OPES, (after the deftruction of Cars 
ths ee) to be in greater danger than ever they 


had been, for they had no enemies. 

Idlencf{s was efteemed a more terrible ene- 
my to the flate than Carthene! cs id been, 
though that commonwealth had reduced the 
Résiians to the greateft extremity. 

There are fome who actually profefs idle- 
nefs, who boaftthey have done n othing, and 

thank their ftars they have nothing to do, and 

whofe exiitence cannot be called any other 
than. a mere nothing ; who wake each morn 
but to enable them to flee “4 at nights whofe 
fludy is only indelence, who live in a fiate 
of (tupidity, and who, when they céafe to 
breathe, cannot be faid ro die, as they never 
could be faid to have lived. 

There are numbers contaminated with this 
vice, yet, think themfelves entirely free from 

:—ITe who fpends his whole time in the 

bay and on the courfe—he who is ever 

with cards or dice-box tn his hand—-he 

too that flies to a bottle or a ftrumpet, to 
kill thought and prevent time’s lying. heavy 
on ie hands: and thofe ladies that pafs their 
: io talking feandal; and, when that fails, 
divert their timein impertinent vilits to fhop 
Keepers, afking a thowfand queftions, and 

tumbling over their goods. without even a 
thourht of purchafing any, thefe may well be 
ranked a1 nove the idle. He that neglects his 
duty and real employment, naturally endea- 
vours to fill his mind. Dre fomething that 
would bar ont the refleGion of his own folly, 
an d does any thing bee what he ought to do, 

th eager diligence, that he may keep his. 
felt in his own favour. 

Solon iniraduced a fevere law into his com- 
monwealth ayainft idlenels, and the Aeropa- 
gites (judges in criminal cafes) were very 
Vigilent in enawiring into the life and manners 
of every parcicular fubject, and in feeiug this 
Jaw put into execution, as may be feen by 
the follow ing ttory ; 

There were at Athens two POOF young 
men, Mehul demus and Alciefpides, who were 
greatly itudy of philofo 


‘ 
,OU! id 


addicted tc the 


———aa anne 


ea a === 








hy; | toreccive no protection from it, 


they had no vifible means of fupport, yet 
kept up their flefh and colour, looking hale, 
well, and in good cafe. © The judges had in- 
formation given them of the retired life of 
thofe two, and of their not having any thing 
to live on, nor apparently doing any thing to 
maintain the m; confequently, as they could 
not live without fuftenance, they maft have 
fome clandeftine means of fubtifting. On 
this information the young men were fum- 
moned before the judges, and ordered to an- 
{wer to. the charge; one of the accufed fay- 
ing, little credit was piven to what a man 
could urge in -his own defence, it being na- 
tural to believe that every criminal willeither 
deny or extenuate the crime he is charged 
with, and as a teflimony of a difinteretted 
per fon was not liable to fufpicion, he detired 
a certain baker, whom he named, might be 
fammoned to anfwer for them. The baker 
being come, he declared that the young men 
under examination, took it by turns to grind 
his corn every night, and chat for the night’s 
work he every ior ing paid theyoung man 
who ground at his milla drachma(or groat). 
The judge furprifed at their abitinence and 
induttry, ordered two hundred drachmas to 
be paid them out of the public treafury. 


Mad we thofe judges among us, how many 
cheats aud fharpers, “who live by defrauding 
the unwary public, would be obliged to lay 
afide the name of a gentleman, and work for 
their livelihood in an honeft manner? and 
bow many five ladies and gentlemen, whofe 
whole time is taken up in doing nothing, 
wou'd be condemned to fome fevere penance, 
which would perhaps awaken them toa fenfe 
of their being reafonable beings? How happy 
for us would it be if there were laws againit 
idlenefs, fuch as would oblige every man to 
give an account of his time, and be anfwera- 
ble for his way of life. 


Seneca fays, we all complain of the fhort- 
nefs of time, and yet we have much more 
than we know what todo with, Our lives 
are either {pent in doing nething at all, or in 
doing nothing to the purpofe, or elfe in do- 
ing nothing that we ought todo. We-are 
alw ays complaining that our days are few, 
yet acting as if there would be no erd to 
them. We with away whole years, and tra. 
vel through time as through a country filled 
with many waftes and wilds, which we fain 
would hurry over, that we may arrive at 
thofe feveral fertlements, or imaginary points 
of reit which may feem difperfed up and 
down, 


Every member of fociety is under a. tacit 
ob! gation to contribute to the general good ; 
he is wm jut if he docs not, and ought to be 
looked upon as- a burdentome member ; and 
as he will do nothing for the public, ought 
T. V. 











The following particulars are communicated 
to the public as indubitable facts, having 
been {worn to, figned, fealedand deliver- 
ed, and tranfinitted by the Mapiltrates 
and High Bailiff of Schafhaufen in Swit- 
zerland, to their High Mightinetles the 
States General at Aifterdam.—Mayhap 
fome future flight will perfect our know- 
ledge of the various revolutions of the 
ft sgacataes fyitem ! 


VANDERKRUITZ’S AERIAL Exec URSION, 


M*: Jofeph Dan Vanderkruitz, a Dutch. 
man, took his flight from Amiterdam 
on Thur fday the 201h of Otober, at ry 
o’clock in the forenoon, gnd afcendedy with 
foch rapidity, and to {WF preat a height, thar 
at the expiration of ie quarters of an hour 
he wifhed to lower Ifynleit by opening the 
valve in the bottom of&the balloon, but per. 
ceived to his inexprefli e concern, that in the 
hurry of his departure ke. had neglected to 
fix the flring to it; and Yee car r beng at fix. 
teen feet diltance fron thal. » he found 
it impoflible to make any ‘ apper ture in 
it. “lhe machine thereforeQontinucd to af- 
cend for feveral hours into tHe upper regions 
of the atmo{phere, where otf traveller ex- 
perienced the moti intenfe cold accompanied 
with a fevere ftorm, which lafed for a con. 
fiderable time, At th’s immenge elevation, 
not only the victuals he carried wh him were 
frozen as hard as ftones, but fome brandy alfo 

uaderwent a findar tran{mutationg At one 
time he fell intoa profound flumber; from 
which he was awakened by the bruifes he ree 
ceived from pieces of ice falling from the 
balloon and he theu perceived that the cerds 










by which the car was attached to it, were 
increafed to the fize of hawfers by the incru- 
{tration and conglo: meration of ice. After: 


long defcription of his various Siibee tine. 
follow the obfervations made by our hero on 
the planetary fyftem, which form the moft 
curious and interefiing paftof his narrative: 
we havé therefore extra ap then at length, 
in his own words, for the ¢ gr atification of our 
readers.—-" I now faw ditting tly the fix dif- 
ferent planets in their opbits, ; bur the earth 
appeared very different from the other, re- 
fembling the moon in appearance, and beings 
lefs in {ize than either of the other, The 
ten fatellites IT ¢ould alfo obfervey and the 
{tars appeared more numerous than I ever 
befsre remarked thein. | Atone period, Ve- 
nus, Mercury, and the Earth, wcrein cons 
junction, and at another the Moon was ‘ob- 
(cane by the Earth, The atmofphere grew 
intentely fultry, anda ficknefs came upon-me. 
1 now too fatally perceived myfelf verging 
towards the Sun; and a itrong ful Iphureous 
fineil affe@ted the air, which made my refpi- 
ration difficule. Two easies flew by vieh 
loud fnrieks, and one perched upon the bal- 
loon, but took flight again as foon as it faw 
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the face of a human being. Violent hiffings 
and loud noifes refounded in the air like thun- 
der, andina fhort time I was inveloped in @ 
fuliginous vapour. I perceived too, ftreams 
of fire which | took to be comets directing 
their courfes different ways, the one being 
above the other; but the vapour round ine 
becoming more opague, I was foon furround- 
ed with darknefs, the Sun appearing through 
the vapour of the’ ftarlet colour, as when 
viewed through finoaked glafs. 1 was foon 
liberated from this fixuation, and beheld at 
one view the Sun, Venus, Mercury, and the 
Earth in conjunction. Having attained this 
immente elevation, I had now an opportunity 
of afcertaining, beyond the poflibiluy of a 
doubt, the relative firuations and motions of 
the planetary world. After repeated obfer- 


| vations I beheld with aftonifhinent the Earth, 


‘ inftead of a two-fold motion, &c. an annual 


revolution in her orb, anda diurnal revolu- 
jon round her own axis, has in faét neither 
one nor the other, being abfolutely fixed and 
ftationary. I confels to have felt much re- 
ludtance (being myfelf a confirmed Newto- 
nian) in communicating to the world a fact 
which mutt neceflarily invalidate the prefent 
received fyftem of alfronomy. Amicus New- 
tonus, fed migis Amica Veritas, 1 have catt 
away my prejudices, ‘and with permiflion 
from the States, fhall Jay before the world 
fuch obfervations as I fiave been enabled to 
make in the planetar 

Schifhuufen, Ocfo 










ipned, 


Josepa WAn Vanverkrvitz.” 


He landed on fhe plain of Schauthaufen, 
360 miles from fAmfterdam, at four o’ clock 
on Friday moffiing; fo that this intrepid 
aeronant performed the vatt flight in lefs than 
eighteen hourg. The difcoveries made by 
him are likely to be dearly bought to his 
country, by the danger in which his life is 
now piaced ; she two firlt fingers of his right 
hand, threé of his toes, the thumb and little 
finger of his left hand, together with his 
nole, having already perifhed with the cold, 


BI OS 
From the FanMERS JOURNAL. 
(Inferted by particular defire.) 


Safe from the bar, the pulpit, and the throne ; 
Yet touch'd and mow'd by eloguence alone. 


Mefrs. PRINTERS, 

O place a folly in a sidiculous point of view, 
has frequently a better effect than a ferious 
refutation, This feems to have been the idea of 
the writer of the following curious hand-bill, dif- 
tributed fome little time fince in Little-tichfield- 
ftreet, and fent to me as a curiofity, by a correl- 
pondent in that neighbourhood. Who the author 
3s I know not. It is written in ridicule of the iti- 
“merant ignorant preachers, who are frightening 
eople into religion by fermons of the following 
bintsiead perhaps not fo good. As few have an 
opportunity of feeing the original, the copy is at 

their fervice. PEILANTHROPIST. 

“* The Secret Discroseno 

‘© You that have ears to hear—seyes to fee— 
** tongues to tafte, and throats to fwallow, draw 
*« n@ar3 draw near [ fay, and pick up the crumbs 
“« | thall fcatter among ye—-the crumbs of comfort, 
«« wherewith ye mui be crammed, until ye become 
“« chickens of grace, and are cooped up in the hen- 
‘#coop of righteoufnels, If your hearts are as hard 








“« as a Soffolk cheefe, or a Norfolk dumpling, my 
*- difcourfe fhall beat them, as it were, upon acob- 
** ler’s lap-ftone, until they become as foft as a 
** roaited apple—aye, even as foft as cuftard meat, 
and melt in your bellies like a marrow pudding. 
** Do you know what trade Adam was? | fay, 
do you know what trade Adam was? If you 
don’t 17}1 cel] you.——-Why, Adam wasa planter, 
for he planted the beautiful garden of Eden.— 
Now do you know what the firft thing was that 
‘* Adam fet in his garden? Ho! ho!—you don’t— 
don’t you?—Then I will tell you. —His foot, — 
His foot, | fay, was the firft thing Adam fet in 
“* his garden. But he could not keep it there.— 
No, no, no, no; he could not keep it there; 
for Lucifer came behind him—tript up his heels, 
and trundled him out again, neck and fhoulders. 
I'll tell you a fecret-—I fay, I'll tell yowa fecret. 
Kaces were made before elbows: aye, knees, I 
fay, were made before elbows; for the beats 
of the field were made before man, and they 
‘* have no elbows at all. Therefore, down on 
“« your marrow-bones, and pray for mercy ; elfe 
** you will all be turned into Bee/xebub’s under- 
“« ground kitchen, to make bubbie-and-{queak of 
** your fouls for the devil’s fupper.’? 


CID - CIA: 
The Sorirogye of a BacnELok. 

Wr. on earth were women fent, 

| To breed fuch pain and difcontent? 
If women all were fent to hell, 
In peace and quiet men might dwell. 
See yonder girls in beauty’s bloom, 
Dancing graceful round the room, 
In all the charms of beauty dreft— 
Why throbs my heart within my breaft ? 
O foolith nature—fool I fay ! 
Thus to throw your charms away. 
From this fcene my eyes I turn, 
Left with love my heart fhould burn; 
Left their charms my eyes inthrall, 
And conquered at their feet I fall, 
There my foolifh exit make, 
Like troubled bird to rattle fnake. 
Why with reluctance do I part ? 
Why beats quick my trembling heart ? 
Why through all my veins of inow? 
Chrills the blood with rapid flow? 
Is this Love, that urchin blind, 
That does much mifchief to mankind? 
Am I caught in beauty’s net ? 
And thall I cherith the deceit ? 
No.—fuch ideas get you hence, 
You do not fit a man of fenfe; 
For women fince the days of Eve, 
Whom wily Saran did deceive: 
Have always been to man a f{nare, 
As ancient records all declare: 
Samp/on for inftance had his hair, 
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+ An ornament he valued highly, 


Porn from his head by his Ded/ilah: 

And difcipline like this in afe is 

*Mongit modern wives upon their fpoules, 
To bring their tempers to a fitnefs, 

As many a hofband’s head can witnefs: - 
Old David too, the fcriptures fay, 

Was from his duty led away 

By poor Uriah’s beauteous dame: 

And Solomon, that man of fame, 

With wives and concubines diftreft, 
Depriv’d himfelf of peace and reft: 
And——Hark—a knocking—hear the found— 
A female rap, I dare be bound 
Aminda comes—I] muf appear 


Before 2 pir! T quake for fear—— 
” * * ca * * e * » * * * od 








How fhe moves “ith grace and eafe: 
Her fhape and features form’d to pleale : 
In her lips found fenfe is found, 
Sung forth with harmonious found: 











Wit and homour from her glide 
Smoth, tho’ fharp, and weil apply’d: 
From her eyes, as from above 

3eams good nature, peace, and !os 
While the fpeaks I gazing fit, 

And all my former vows forget. 

Surely I’ve been ranning mad, 

Women are not all fo bad. 
Delilah was of evil fame. 
Uriah’s wife was not to blame 
And wives who pul! their hufban 
Are not like my Aminda fais 
Aminda mine! the thougt is fine: 
Can Aminda e’er be mine? 
No—Alas! this neer can be; 
She cannot love a clown like me. 
Infenfible to female charms, 
I only with’d to do them harms ; 
And while I with’d to pull them down, 
Have grown my(felf a bafhful clown: 
And now I’d fain Aminda win, 
I am too bafhful to begin; 
And know not when to fpeak, or where, 


Left I affront the lovely fair. 
& Sh.kQg——=—== + 
Foreign Intell: gence. 
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Lonpon, July 10. 
Particulars of the death of General Trun, andof 
the defeat of the Auftrians at Oxgetclm. 

An extraordinary Courier arrived at Vienna on 
the 2iftof June, late in theevening, who was in- 
ftantly introduced tothe King. After his audience 
a mournful filence throughout the Palace enfued, 
which made it be prefumed that fome very unhap- 
py news had been received, and the conjectures is 
but too well verified. 

The Prince de Saxe Cobourg had given orders 
to General Thun to penetrate into Belgaria, and 
to prefs the fiege of Oxgetolm, fo as to take that 
fort, if poflible, before the publication of the ar- 
milftice. 

The Auftrians to defpife the Ottoman troops, 
attacked them with their ufaal confidence of vic- 
tory; buat the Turks defended them/felves with un- 
common fury, broke the Aaftrign lines, and put 
them to flight. Seven hundred were left dead on 
the field, and nineteen hundred grievoufly wound- 
ed ; and the General was obliged to raile the fiege 
fo precipitately as to leave eightcea canuon be- 
hind him. 

While the retreat was making General Thun 
was attacked by a Janiflary, who aimed a ftroke 
with his fabre at the Gencral’s head, who was fo 
happy as to parry it, and at the fame time to kill 
his adverfary ; but at theinflant another Janiffary, 
running up to the affiftance of his comrade, ftruck 
off the General’s head, which was afterwards car- 
ried through the army ona pike. ‘Iwo more Ge- 
neral Officers were killed ; and the Prince de Co- 
bourg himfelf, in makiag a rapid, though inef- 
feftual march to the affittance of his detachment, 
the exceffive heat and fatigue has brought on a 
dangerous illnefs, under which it is feared he will 
fall a victim. 

Tiefe details were brought by an officer of the 
the army, who in accofting Leopold witha pene- 
trating eye, would have prepared him for the af- 
fliting news—** Speak,’’ replied the King, ‘* the 
fortune of war is various; we are prepared for all 
events.” ; 

This calm indifference of their new Sovereig%, 
at receiving good and bad news, efpecially the 
apathy with which he fpeaks of the death of M. 
de Thun, is not half relifhed by his fubjedts. 
Colonel Reigmaier, with 800 Haffars, advanced 
to prote& the retreat of the Aullrians, but the 
confequence of she aftion was over. This uahap- 











py event well naturally raife the courage of the 
"Turks, and make the allies of the Porte higher 
jn their demands. 

A fhort time fice a journeyman carpenter in the 
Borough, fold a woman that he had cohabiated 
with for five years toa brother chip for half a gui- 
nea and a gallon of porter. The man fet off with 
his parchaie, which turned out to be a very for- 
tunate one, as the woman a few days after had a 
legacy left her of r5ool. by a deceafed relation in 
Shropfhire. They were married Jaft Tuefday. 

A few days ago, a young couple went to a 
church to be married, when, jult before the cere- 
mony commenced, a well drefled young woman 
witha child in her arms, gave the clergyman a 
note, which, having perufed, he immediately de- 
livered it to the intended bridegroom, who was fo 
confounded at the contents, that he ran out of the 
church without fpeaking a word, to the aftonifh- 
ment and mortification of his intended bride. 


NEW-Y ORK, September 11: 


Extra& ofa letter from St. Euftai ia, June 1g. 

«+ Thuriday evening exhibited a very awful and 
tremendous icene to the inhabitants of this ifland 
—a mot fevere ftorm of thunter and lightning at- 
tended with heavy rain and igualls of wind :—The 
houfe of Mr. Arrendell, on the hill, was ftruck 
and very much fhattered by the lightning ; we are 
very happy to obterve, that no lives were loft that 
we have yetheard of. A part of the hill was wath- 
ed down, and the New Patch rendered almof im- 
paflable, by chafms formed by the wath of rain, 
‘The earth, rubbith, &c. came down the hill with 
foch velocity as to ttop up the doors of many of the 
houfes on the bay, and which required feveral hours 
labour to effe&t a paffige for opening them, the 
dirt being in fome places, three feet above the 
f{urface. 

** A boat belong to afchooner in the road, was 
driven out to {ca in one Of the {qualls, witha white 
man and a negro on board, and has siot fince been 
heard of,’’ 


Extra of a leter from a gentleman in Keatucky, 
to his friend tn Yonkers. 

*« Aa attempt was mace by an Indian, to fet 
fire to the barn of Mr. Jackion, of this neighbour- 
hood. It was about the hour of ten, and the night 
exceeding dark, when Mr. Jackfon, according to 
cuflon taking his gun, went to fee if all was well 
with his cattle, as the wolves have lately been very 
mifchievous. On his approaching the barn, he 
heard the flrokes of a flint and fteel, and on pro- 
ceeding further, he difcovered an Indian preparing 
to {et fire to a quantity of flraw, which was lying 
in acorner of the bara. Mr. Jackfon, through 
the darknefs of the night, was obliged to direct 
his thot for the five, as he could not clearly fee the 
Indian. On the difcharge of the piece the Iadian 
ran, and Mr, Jackfon fearing he might, with 
fome of his companions, make a more mi{chiev- 
Ous attempt that night, kept a ftri€t watch with 
fome of his neighbours till morning. When the 
day light approached they difcovered the tinder 
box, &c. and a quantity of blood, which they fol- 
lowed about two hundred yards, when they found 
the favage, who had apparently expired but a very 
few moments before their difcovering him.” 


A letter from Aaux-Cayes, dated Auguft 3. 

The inhabitants of this place fufpedting, from 
the contents of fome intercepted letters from the 
General at Port-au-Prince, to Monficur Codere, 
late Major of the Cape regiment (containing fome 
particulars of his proceedings at that place and St. 
Mark’s) that there was fome fecret plan in agitati- 
On, Which might prove fatal to chem, if not timely 
Prevented, aflembled a large body of horfe and 
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foot, and repaired to Codcre’s plantation, with 
the determination of bringing him to town, dead 
or alive. As they were pafling one of his cane- 
fields, they were fired on by Codere and his ne- 
groes, who had fecreted themfelves in that place : 
they received no injury from the fire, but imme- 
diately returned it with intereft, and killed fome 
of the negroes; after which they fet fire to the 
cane, by which means Codere was taken prifoner, 
and brought into town, under a ftrong guard, and 
lodged in the guard-houfe. It was with the great- 
eft difficulty that the council and leading men 
could reitrain the enraged populace from making 
an immediate facrifice of their unhappy prifoner : 
but they were, atlaft, prevailed upon to agree to 
his ftanding trial by the law : he was then removed 
under a flrong guard, to the common gaol, till 
matters could be arranged for his trial ; but while 
the council were deliberating on the moft proper 
mode of proceeding, the people grew outrageoufly 
impatient, threatening the Judges, that if they did 
not find bim guilty, and deliver him up that night, 
their lives fhould anfwer for it; however, before 
they could give an anfwer to thefe enraged men, 
the poor unhappy prifoner was feized upon by an- 
other party, taken from the prifon, and feated in 
achair in the pablic Market-place: the inftant 
the council and major were apprized of his fitua- 
tion, they abandoned the church (the place de- 
figned for his trial) and in vain flrove to refcue 
hum from the fury of the populace; they were not 
permitted to approach him, the Major excepted, 
who in vain effayedto appeafe their refentment 
and fave the prifoner; nothing could be heard but 
the cry of —‘* di//bim!’’ They attempted to bring 
lights, to which the mob objected, declaring he 
fhould die inthe dark. Ass the people were all in 
arms, it was apprehended many lives would be 
loit; but fo intent were they upon wreaking their 
vengeance on the ill fated Codere, that they aban- 
doned the idea of further mifchief. About feven 
o’clock in the evening, after great altercation, 
one of the rabble flabbed him with a bayonet; 
another, with a cutlafs, levelled him to the ground, 
while others difcharged the contents of their muf- 
kets into his body; his head was thencutoff, and 
kicked about the Market-placé with the molt fa- 
vage barbarity; all his bones were broken, and 
his body cut and mangled in a manner two fhock- 
ing to relate; they then dragged his bloody corpfe 
to the water fide, where it remained until a prieft 
obtained liberty to take two negro criminals from 
the gao), to alliit at its burial. Monfieur Codere 
was a very oppalent planter, and has left an ami- 
able-wife, and feveral children, to lament the {e- 
verity of his fate. 

On the 15th of ultimo. the houfe of William 
Wedgery, Efg. of New Gloucefter, New Hamp- 
fhire, was fet on fire by two boys, his apprentices, 
and burned to the ground, with all the furniture, 
&c, therein. The value of the property confumed 
is upwards of 1000 dollars. Wedgery flogged 
the boys a day or two before for neglecting their 
work, and in return they took this fevere revenge. 
They are both committed to Portland gaol to take 
their trial at the next affizes. 





Married—At Flufhing, Long-Ifland, on Sun- 
day Evening laft, by the Rev. Mr. Kettletas, Mr. 
Tuomas Lowree to Mils Porry Dusineu- 
RY, both of that place. 

———-On Tuelday Evening laf, by the 
Rev. Mr. Spraggs, Capt. Joun Armour of 
the fhip Grace, to the amiable Mifs Maria Hop- 
son, daughter of Mr. George Hopfon of this city. 

6 What is the world to them, 

*« Its pomp, its pleafure, and its nonfente all?” 

‘<< —___——-Devoting all 

‘* To love, each isto each a dearer felf ; 

‘* Supremely happy in the awaken’d power 

© Of giving joy.” 





New-York City Lottérfi 


SC H EM E. 


1 Prize of £.3000 £.3000 

1 2000 2000 

2 19000 2000 

4 §00 7000 

6 300 1800 
12 200 2400 
40 100 4000 
Fe) 5° 4000 
200 20 4000 
330 10 3300 
7000 2 10s. 17500 








7676 Prizes. 
15324 Blanks. 
Subjeét toa deduétion of is per cent. 

HIS LOTTERY is for the purpofe of raifing 

the refidue of the fum granted by an aét of 
the Legiflature of the State of New-York, pafled 
the 8th of February, 1790, to defray the expences 
incurred by the Corporation for repairing and en- 
larging the City. Hall. 

The Drawing will commence on the Fir/? Mon 
day in January next, or fooner if filled, of which 
timely notice will be given. A liftof the forta- 
nate numbers will be publithed at the end of the 
drawing > and the prizes will be paid by the Ma- 
nagers. 

Tickets are to be fold by the Subfcribers, who 
are appointed managers by the Corporation. 

ISAAC STOUTENBURGH, 

New-York, PETER T. CURTENIUS, 

Sept. 1, 1790. ABRAHAM HERRING, 
JOHN PINTARD. 


THOMAS TAYLOR, 
From Lonpon, 
At his Mar uractory, No. 2, Hanover-fquare, 
AKES the foliowing articles in the mof 
complete manner, 

Oval, round and {quare Picture Frames of ary 
fize, ’ 

Oval Looking Glafs Frames, 

Mahogany do. fquare, 

Oval and round Tea Trays, &c. 

Turnery in general 

Ovals turned in Ivory, Wood and Metals, 

Patent Coffin Furniture, being the only Manu- 
facturer in the United States, 

He likewife Lackers and Silvers Brafs Work, 

Gilds Looking Glafs Frames, &c. exceedingly 
reafonable, 

With a variety of articles not enumerated. 

The above are equal to any imported and much 
cheaper, as thoie who have favoured him with 
their commands ean teftify. 

Has for Sale, a {mall quantity of fafhionable Jew- 

ellery, Saddles, Bridles, &c, 13 


} 23000 Tickets, at 40s. £46000 








OH N.,,L.E-N 4, 
OLD, SILVER-SMITH, & JEWELLER, 
No. 60, Maiden Lane, informs his friends 
and the Public, that he carries on the above bufi- 
nefs in all its various branches in the neweft and 
moft fafhionable manner. ‘Ihofe who pleafe to 
favour him with their commands, may depend on 
being ferved at the moft reafonable prices. , 
The higheft price given for old Gold and Silver. 
Wanted, as an Apprentice to the above bufi- 
nefs, a young Lad that can be well recommended, 
New-York, Sept. 12, 1790. 22 4 





GRAINING BOARDS. 
FOR CURRIERS, 
ADE iv the beit manner, and of well fea- 
foned wood, by HENRY RIKER, No. 
87, Queen-ftreet, a few doors above the Friends’ 
Meeting-Houfe. 


May 7; 1799. 





’ 


be, 










we ete 











of Apollo. 
—Ppae<aq—— 
A Favourite Scotcnu Sona. 


“SHE ruddy morn blink’d o’er the brae, 
As blithe I gang’d to milk my kine ; 
When near the winding burn of Tay, 
Wi’ bonny gait, and twa black een, 
A Highland lad-fae kind me tent, 
Saying—Sonfy lafs, how’s a wi’ you? 
Shall I your pail take o’er the bent? 
*Twas—Yes, kind Sir, and 1 thank you too. 


Again he met me i’ the e’en, 
As I was linkan o’er the lee 
Tojoin the dance upon the green, 
And faid—Blithe lafs I’fe gang wi’ thee. 
Sae braw he look’d i’ th’ Highland gear, 
His tartan plaid, and bonnet blue ; 
My heart ftraight whifper’d in my ear— 
Say, Yes, kind Sir, and I thank you too. 


We danc’d until the gleaming moon 
Gave notice that ’twas time to part 5 
T thonght the reel was o’er too foon, 
For, ah! the Jad had fawn my heart, 
He faw me hame acrofs the plain, 
Then kifs’d fae fweet, I vow ’tis true, 
That when he akk’d to kifs again, 
*Twas—Yes, kind Sir, and I thank you too. 


Grown bauld, he prefs’d to ftay the night, 
Then grip’d me clofe unto his breaft ; 
Howt, lad! my mither fair would flyte, 
Gin that I grant wi’out the prieit. 
Gang firft fore him, gif ye be leel, 
I ken right what I then maun do, 
For afk to kifs me when you will, 
*Twill be—Yes, love, and | thank you too. 





' 


On WisHINc. 


O withing the proverb may well be apply’d, 
That if wifhes were palfreys, all beggars 
would ride. 
To count or deferibé them would puzzle all wit, 
And fill up more volumes than ever were writ. 
‘The man withes health, who lies fick on his bed. 
The rich with for titles, the poor wifh for bread. 
One wifhes a garden, another a hall. 
A third wifhes money—for that will buy all. 
Wot all, tho’ Heav’a fmil’d, can their wifhes at- 
tain, 

For one farmer wants fanfhine, another begs rain. 
One wifhes a miftrefs, another a friend, 
Some with without reafon, all wifh—without end. 
And ourwithes fo vary in joy or in forrow, 
What we with for to-day, we forget by to-morrow ! 





The Oty Man’s CompLaintT. 


- 


es are dim, my bones are old; 

*s dry’d up, my body’s cold ; 
My ears are deaf, my joints are weak ; 
My lips are blae, and pale’s my cheek ; 
My legs are fhrunk, lame are my feet ; 
My teeth are gone, I {cance can eat ; 
My youthful fins now make we weep, 
Iiigh and fob when IJ fhould fleep ; 
My glafs is run, I cannot flay, 
And Death purfues me for his prey : 
But where my wretched foul fhall flee, 
Alas! is quite unknown to me. 





Y prime is paft, my nerves decay ; 
_ My fpirits fled, my head grown grey ; 
yc 
My 
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SELF-LOVE. 

OUTH is wild and licentious. In thofe years, 

we perfuade ourfelves that we are only mak- 
ing a juft ufe of liberty. In that fcene of folly we 
are light and vain, and fet no bounds to the frolic 
humour; yet we fancy it is merely an innocent gat- 
ety of heart, which belongs to the /prings of nature, 
and the blooming hours of life. In the age of man- 
hood, arugged or a haughty temper is angry or 
quarrelfome; the fretful and the peevifh in elder 


| years, if not before, are ever kindling into paffion 


and refentment; but they all agree to pronounce their 


| furious or fretful conduc a mere neceffary reprocf of 


the indignities which were offered them by the 
world. Self-love is fruitful of fine names for its 


own inigquities. Others are sordid and covetous to a 


foameful degree, uncompaffionate and cruel to the 


miferable; and yet they take this vile pra@ice to be 
only a juft exercife of frugality, and a dutiful care 
ov their own boufoold. Thus, every vice that be- 
ongs 10 us, is confirued into a virtue; and if there 
are any foadows or appearance of virtue upon “us, 
thefe poor appearances and foadows are magnified 
and realized into the divine qualities of an angel. 
We, who pa/s thefe juft cenfures on the follies of our 
acquaintance, perhaps approve ihe very fame things 
in ourfelves, by the influence of the Jame native 


principle of flattery and self-fondne/s. 


ANECDOTE. 

URING the late froft in London, one of 

the preachers at the tabernacle, Moor Fields, 
thus addrefled, metaphorically, his congregation, 
** Ye are all froxen with fin! May the Lord thaw 
the ice of your iniquities! May the frof of your 
tranfgreflions be broken! Methinks | hear the éce 
crack within ye! Aye, crack! But what fays my 
thermometer of grace? My weather gla/s of pity? 
Why, there will be no s4aw until ye pray fervent- 
ly for it. Pray then with fervour, until the /ce 
foften, and your fins melt away like a /now-ball 
in the fun fhine.” 








WILLIAM DOUGLASS 
Cabinet and Chair-Maker, 
Oppofite the Chapel, Beekman Street, 
EG leave to inform the Public in general and 
his friend$ in particular, that the partner- 
thip of Douglafs and Smith is defolved, and that 
the bufinefs will in futare be carried on by William 
Douglafs in all its various branches, with neatnels 
and difpatch. He has for fale at his ware-room, 
a variety of neat and fafhionable mahogany furni- 
ture as low as any in this city, and warranted as 
good. All favors graceraty acknowledged, 








New-York, Fuly 24. 115. 
COPPER-PLATE PRINTING, 
And ENGRAVING, 


RE performed at Mr. Burger’s, No.153 Wa- 
ter-ftreet, near the Crane-Wharf—The en- 
graving by Cornelius Tiebout—The printing by 
John Burger, jun. <A fpecimen of ther abilities 
may be feen at their fiop. 

It is prefumed that this adertaking will meet 
with the eucouragement of all thofe who with the 
increafe of the ofeful arts in this country. 

N. B. Bills of exchange and lading, meflage 
and thop cards, large maps and mufic, are neatly 
executed and printed at a reafonable price, and 
may be had at the fhorteft notice. 1 June 8, 


Ready Furnifhed Room, 
GENTEEL ready furnifhed Room to let, 
Enquire at No. 26, Duke-ftreet. Two 











All-gracious Heaven! the imercy grant, 
Which, though I merit not, 1 want! 


or three gentlemen may be accommodated with 
Boarding and Lodging, on reafonable terms, 











NATHANIEL SMITH, 
PERFUMER, 

EGS leave te inform his friends and the pub- 
lic in general that he has removed his hair 
powder and perfume manufadtory, the fign of the 
Rofe, from No. 187, Queen-Street, to No, 42, 
Hanover-Square, where he continues to manufac. 
ture his perfumed Englith white hair powder ard 
his clarified hard and foft pomatums, on a new con. 
fira€tion that was never. introduced into this coun. 
try before, they are rendered exceeding nutritive 
to hair, feels cool and pleaiing to the head, and ne. 
ver caufes the leaft heat or agitation,but on the con. 
trary, itrengthens and nourifhes the hair, keeping 
it from turning grey, or combing off, to be had no 
where elfe but above, without his labels upon them, 

Ladies and gentlemen’s drefling cafes; Almond 
pafte forthe hands, Ditto balls, brown and white; 
Rollers to curl the hair; Gentlemens drefs black 
filk bags and routs for the hair; Powder bags and 
boxes; fwan down and filk puffs, Razors & traps, 
Fine Windlor foap, Hard and {oft pomatum; Mare: 
ichal, orange and tuberofe ditto- 

Smith fill continues to make the full drefs vey- 
gettee toupees, fuch as cannot be equalled for eafe 
and elegance, fuch-as to jave ladies a great deal of 
trouble with their own hair. 

Smith’s pomaid de grafle for thickening the hair, 

Likewife his liniments for dettroying nits in the 
hair, with printed direGlions. Fine lavender wa. 
ter, double diftilled, drawn from the flowers, 

Blacking cakes, T‘ortois fhell fliders. Gentle. 
men’s fhaving boxes filled with foap, at 2s each, 
Shaving powder and thaving cakes, Long and fhort 
crooked tortoifefhe!! combs for ladies and gentie- § 
men’s hair, do. drefling combs. Smith’s balfa- 
mic lip falve, and cold cream. Hisvegetable face 
powder, his nervous effence for the tooth-ach, his 
highly approved of millt of rofes, with printed 
direftions. Ladies drefs and half drefs cuthions, 
curls and braids ready made, or made to any pat. 
tern, with a great afforment of long hair for fale; 
with al! the beft kinds of hair powder, both fceated 
and plain. ‘Tooth and buckle brutes, Ivory and 
horn combs of all kinds, tooth powder and pearl 
dentrifice, Black lead pencils, and black pins. 
Smelling bottles and eflenteof bergamot, effence 
of lavender, do. of lemon, do. of orange, do. of 
thyme, with a!l kind of perfumed waters, and va- 
rious other articles. 

Matters of veffels and ftore keepers, fupplied a8 
ufual, wholefale and retail, with the belt articles 
in all the branches of perfomery, good and cheap. 





RICHARD ASBRIDGE, 
CONVEYANCER, 

Hi AS removed his oflice to Vefey-ftreet, No. 

135, where he draws, engroffes and copies 
all forts of conveyances, articles of agreementd 
Jeafes, charterparties, awards, feamens wills and 
powers of attorney, bonds, mortgages, bills ci, 
fale, bottomry and all other inftruments in writing 
upon very reafonable terms, and with fecrecy and 
dulpatch. 

Gentlemen of the law, merchants and others, ree | 
quiring perfonal attendance at their offices, may 
have their bufinefs tranfa&ed either in town of 
country, upon the fhorteft notice. 

New-York, June 12, 1789, $7 7 

W AN YT EB. D. 
YOUNG LAD, about 13 or 14 years of 
age, that can write a tolerable good hand, 
as an apprentice to the dry good bufinefs in a re- 
tail fore; one from the coantry will be preferred, 
and if he can {peak Dutch, the more agreeable, 
Enquire of the Printers. 8 


ee ee ee ee 





To 
———— 





PRIMERS 


By the Grofs, or Dozen, &c. to be bad 
of the Printers hereof. 





